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Spohr's string quartet Op.82 No.2 was published in 2003 by Merton 
Music in a facsimile of the early 19th. century edition by Schlesinger 
in Berlin. The copy quality is not good, and when Vaughan Jones, leader 
of the Manor House Quartet, chose the work for inclusion in the 
Quartet's repertoire he set about making a modern setting. With the 
co-operation of Keith Warsop, Chairman of the Spohr Society of 
Great Britain he obtained a photocopy of Spohr's autograph and it is 
this, incorporating all of Spohr's own fingering, which is the basis of 
this new edition. We acknowledge with gratitude his generosity in 
making his setting available to Merton Music. 




